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FIG. 7. Distribution of maximum shearing stresses in foundation of homogeneous iso tropic material of infinite extent. (From ''The Application of Theories of Elasticity and Plasticity to Foundation Problems," by Leo Jurgenson, J. Boston Soc. Civil Engrs., July 1934-)